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ENCLOSURE I 


June 28, 1956 


Supplement 9 to Livers ion Control 
Panel Case Inventory 


DCP 

Name 

Case No. 



1*22. 

Hamburg Transshipments 

U23- 

Tape Recorders, Arms, 
UK/Philippines/China 
Marek/ANCO 


Reference 


Madrid D-1356, June 13, 
1956 

London T-5838, June 19 , 
1956 
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